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mfornmom for the director's log 


Personnel statistics indicate that Agency on-duty strength 
of employees subject to celling has reached a relatively static 
level. The net increase during October vas "bringing this 25X9 
peroonnel category to a total of fllfll This compares vith an 
actual net decrease of 19 in the on-duty strength of ceiling 
personnel during Septesfcer. 
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